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Default Admin Passwords for PLDT Fiber, Ultera and myDSL 



pldt_fiber_default_passwords.txt 

PLDT myDSL, Fiber Home, ULTERA Username and Admin 


Z 


Router: Fiberhome AN5506-04-FA PLDDTHOMEFibr modem 


4 

(debug switch) 

(stepl) 

IP Address: 192.168.1.1/fh 
Username: fiberhomesuperadmin 
Password: sfuhgu 

10 

(Admin access) 

(step2) 

Access: http://192.168.1.1/fh 
Username: adminpldt 
Password: 6GFldY4aAuUKDjdtSn7dC2x 
— 

17 

Username: adminpldt 

Password: 1234567890 or 0123456789 

20 

PLDT user account 


Username: admin 
Password: 1234 

25 

Fibr and Home Bro accounts 


PLDT Fibr Huawei 

29 

User: telecomadmin 
Password: admintelecom 

32 

Other account: 

Username: admin 
Password: admin 

36 

PLDT Home Bro Ultera 

38 

Access thru IP address https://192.168.15.1 use: 

User: homebro 
Password: homebro 

42 

Model: Ultera OT-350 4G/LTE(Color White) 

Type IP address 192.168.15.1 use: 

45 

Username: homeultera 
Password: homeultera 

48 

For Home Bro Ultera Black router try: 

Username: voip 
Password: 1234 

52 

53 

Try other possible login page and new password below (Update for 2019). 
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55 

56 

PLDT VDSL modem/router credentials and login URL: 

57 

58 

Prolink PRS1841U 

59 

Login page: http://192.168.1.1/admin/pldt.asp 

60 

Username: adminpldt 

61 

Password: 8d32f84964abbc7a6097e43 

62 

63 

Zyxel Bizbox VMG3926-B10B 

64 

Login page: http://192.168.1.1/ 

65 

Username: adminpldt 

66 

Password: apyn52vqzk/4xk/4h53k5xy 

67 

68 

Baudtec RN104VR4GCH-2S-A3 

69 

Login page: http://192.168.1.1/admin/super.asp 

70 

Username: adminpldt 

71 

Password: adminpldt or qVuUKLmCDDhCF4YY3x9xqDy 

73 

Baudtec Bizbox RN104R5GCH2-A0 

74 

Login page: http://192.168.1.1 

75 

Username: adminpldt 

76 

Password: !@QWaszx#$ERdfcv% A TYghbn 

77 

78 

Zyxel VMG1625 Modem 

79 

Login page: http://192.168.1.l/p2d+zyx31%060@dmin 

80 

Username: adminpldt 

81 

Password: !@QWaszx#$asdgh56TYghbn 

82 

83 

Arcadyan VR9517PAC22-A-PP 

84 

Login page URL: http://192.168.1.1/arcadmin 

85 

Username: adminpldt 

86 

Password: 4dg37skj81rs6ytuc2cxp0a 

87 

88 

For iGateway DSL: 

89 

Login page: 192.168.1.1/webproc 

90 

Username: adminpldt 

91 

Password: 1234567890 

92 

93 

Login page: 192.168.1.1/pldtadmincel.htm 

94 

Username: adminpldt 

95 

Password: 1234567890 

96 

97 

Prolink PRS1241B 

98 

Router login page: http://192.168.1.1/pldtadmincel.htm 

99 

Username: adminpldt 

100 

Password: 8d32f84964abbc7a6097e43 

101 

102 

Baudtec RN243R4 

103 

Router login page: http://192.168.1.1/super.htm 

104 

Username: adminpldt 

105 

Password: qVuUKLmCDDhCF4YY3x9xqDy 

106 

107 

iGateway ADSL GA0.ET263-4 

108 

Login page: http://192.168.1.1/TelPlusAdmin 

109 

Username: adminpldt 

110 

Password: 5dPf49Fle6L8f4cD0e0UTTW 

111 

112 

Zyxel AMG1302-T10D 

113 

Login page: http://192.168.1.1/pld+zyx31%059@dmin 

114 

Username: adminpldt 

115 

Password: zoxm41upyj/3wj/3g42j4wk 

116 

117 

Default Username and Passwords of PLDT Fiber Routers 

118 

119 

IP: 192.168.1.1/fh 

120 

Username: fiberhomesuperadmin 

121 

Password: sfuhgu 
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122 

123 

Fiberhome AN5506-04-FAT 

124 

IP Address / Login page: http://192.168.1.1/fh 

125 

Username: adminpldt 

126 

Password: 6GF3dY4aAuUK3jdtSn7dC2x 

127 

128 

Fiberhome AN5506-04-FA 

129 

Access: http://192.168.1.1/fh 

130 

Username: adminpldt 

131 

Password: 6GF3dY4aAuUK3jdtSn7dC2x 

132 

133 

Huawei HG8245U 

134 

IP Address / Login page: http://192.168.1.1/ 

135 

Username: adminpldt 

136 

Password: 1234567890 

137 

138 

Fiberhome HG180V2 

139 

How to login: 

140 

First: http://192.168.1.1/cgi-bin/enablesuse... 

141 

Second: http://192.168.1.1/fh 

142 

Username: adminpldt 

143 

Password: 3U3Uh2VemEfUtesEchEuSHA 

144 

145 

Router: Huawei HG8245Q 

146 

Access: http://192.168.1.1/ 

147 

Username: adminpldt 

148 

Password: 1234567890 

149 

150 

RP2631 

151 

Login page: http://192.168.1.1/fh 

152 

Username: adminpldt 

153 

Password: z6dUABtl270qRxt7a2uGTiw 
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